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The Insured shall not incur any expense in making good any
damage without the written consent of the Company and shall
not negotiate pay settle admit or repudiate any claim without
the like consent

4    The Company shall be entitled

(a)   on the happening of any loss or damage to the pro-
perty insured under Section 1 to enter any building
where the loss or damage has happened and to take
and keep possession of the property hereby insured
and to deal with the salvage in a reasonable manner
and this Policy shall be proof of leave and licence for
such  purpose.     No property  may be  abandoned  to
the Company

(b)   to undertake in the name and on behalf of the Insured
the absolute conduct control and settlement of any
proceedings   and   to   take   proceedings   at   its   own
expense and for its own benefit but in the name of the
Insured to recover compensation or secure indemnity
from any third party in respect of anything covered by
this Policy

5    In   connection   with   any   claim   or   claims   against   the
Insured arising out of one occurrence or all occurrences of a
series consequent on or attributable to one source or original
cause the Company may at any time pay to the Insured the
Limit of Indemnity (after deduction of any sum or sums already
paid as damages) or lesser amount for which any such claim or
claims can be settled and upon such payment the Company
shall relinquish the conduct and control of and be under no
further liability in connection with such claim or claims except
for costs and expenses recoverable from the Insured or incurred
with the written consent of the Company in respect of matters
prior to the date of such payment

6    The Company may cancel this Policy by sending seven
days* notice by registered letter to the Insured at the Insured's
last known address and in such event the Insured shall become
entitled to the return of a proportionate part of the Premium or
Renewal Premium corresponding to the unexpired period of
Insurance

7    The   Insured  shall   take   ordinary   and  reasonable   pre-
cautions for the safety of the Equipment to prevent accidents
and Illness and to comply with all statutory or other obligations